Jan, 8 1945 
7l Crawford St. 
Newark 2 Nd. 


Mr Ed. Taylor 
1207 Walnut St. 
Phila. Pas 


Dear Mr Taylors 

Please let me know when to expect you in 
Newark? I am anxious to get uniforms orde red. Tuesday 
is a vory bad day for me, also Thursday, It would be 


better if you got in touch with me before commiig to 
Newark, My phone number is Market 3-0555, 


Ver Truly Yours 


